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CENTRAL INTELLIGENCE AGENCY 
OFFICE OF NATIONAL ESTIMATES 


18 September 1951 


MEMORANDUM FOR THE ESTIMATES STAFF 
FROM: Chief, Estimates Staff 

SUBJECT* Redeaignation of N IE “ 6/1 


NIE= 6 /l, "Probable Developments in the Iranian Griai « n 
has boon redesignated ME-WS, Scmrent ’ 

The task team membership remains the same 0 
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DOCUMENT NO. 

NO CHANGE IN CLASS, l 
DECLASSIFIED 

CLASS. CHANGED TO: TS S C 
NEXT REVIEW DATE: . 

AUTH: HR 70-2 j— 

DATE. £zi£dLL REVIEWER: 
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